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Review Staff: 76-0 
25 January 1976 



Mr. William G. Miller 
Staff Director 

Select Committee To Study Governmental . 

Operations With Respect To Intelligence 
Activities 
Room G-308 

Dirksen Senate Office Building 

Washington, D. C. 20510 Attn: Mr. Maxwell 

Dear Mr. Miller: 

In response to Mr. Maxwell's request dated 7 January 
1976 for information about the Office of the Inspector- 
General, the attached comments are forwarded for your infor- 
mation. 

The attached statements present a composite view of 
the opinions of a number of senior Agency officials. 

Although you have previously received some separate comments, 
these are to be considered as tentative and preliminary. 

They have since been incorporated in the attachment which is 
the official Agency response to your request. 

Sincerely . 

STAT 


S. D. Breckinridge 
Chief, Review Staff 

Attachment : 

As stated 
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